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ANNUAL  REPORT,  1905. 


Beaconsfibld  House, 

Han  well,  W. 

To  the  Chairman  and  Members  of  the  Greenford 

Urban  District  Council. 


Gentlemen, 

I  have  much  pleasure  in  submitting  to  you  this  my  Report 
on  the  Health  conditions  that  have  prevailed  throughout  the 
District  during  the  past  year  of  1905. 


Deaths. 

Births. 

Month. 

M. 

F. 

Age. 

Cause  of  Death. 

I  Total. 

Month. 

M. 

F. 

Total. 

Jan.  ... 

1 

66 

Cancer 

1 

Jan.  ... 

1 

1 

Feb.  ... 

1 

43 

Heart  Disease... 

1 

Feb.  ... 

2 

2 

4 

March 

1 

69 

Senile  Decay  ... 

1 

March 

1 

1 

April 

1 

rj  j 

( 4 

Senile  Decay  ... 

1 

April . . . 

2 

9 

May  ... 

1 

36 

Hoemoptysis  . . . 

1 

May  ... 

June  ... 

1 

81 

Senile  Decay  ... 

1 

June  ... 

1 

2 

3 

July  ... 

1 

76 

Senile  Decay  ... 

1 

July  ... 

Aug.  ... 

Aug.  ...; 

1 

1 

Sept.  ... 

1 

7  mths 

Peritonitis 

1 

Sept.  ... 

1 

1 

2 

Oct.  ... 

1 

86 

Senile  Decay  ... 

1 

Oct.  ... 

1 

1 

Nov.  ... 

Nov.  ... 

1 

2 

3 

Dec.  ... 

1 

92 

Senile  Decay  ... 

1 

Dec.  ... 

1 

1 

Total 

5 

5 

10 

Total 

8i 

11 

19 
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As  shewn  in  the  table  over  leaf,  there  were  10  deaths  and  19 
Births  registered,  last  year  (1904)  there  were  eleven  deaths,  and 
in  1903  the  number  was  the  same  as  the  year  now  being  dealt 
with,  (viz  10).  There  is  therefore  very  little  difference,  and  the 
figures  are  so  small  that  it  is  very  difficult  to  get  a  correct  idea 
by  comparing  with  neighbourhoods  of  a  much  larger  population. 

It  will  be  noticed  that  the  ages  at  death  are  remarkable  only 
one  child  that  of  an  infant  of  7  months,  the  remaining  nine, 
w^ere  all  adults,  whose  ages  varied  from  36  years  to  92.  There 
were  only  two  deaths  of  adults  at  the  “  mid  age  ”  the  one  36  years 
was  a  female,  a  Post  Office  Assistant,  who  died  suddenly,  an 
Inquiry  being  held  as  to  the  cause  of  death,  which  was  returned  as 
hsemorrhage  from  the  lung,  a  very  indefinite  description,  as  the 
cause  of  the  haemorrhage  is  not  stated,  the  most  common  disease 
terminating  in  this  way  is  “  Consumption  ”  the  other  adult  who 
died  at  mid-life,  viz  43  }^ears  was  certified  to  have  succumbed  to 
Heart  disease. 

If  you  refer  to  the  table  on  the  first  page  you  will  see  the 
large  proportion  of  deaths  of  old  people,  of  these  seven  were  over 
60,  five  were  over  70,  three  over  80  years  and  the  other  was  92 
years. 


However  besides  the  deaths  mentioned  above  two  of  the  In¬ 
habitants  died  away  from  home,  viz  on  the  9  inst  an  adult  male 
died  in  the  Hanwell  Cottage  Hospital  from  Pneumonia  he  was  53 
years  old  and  on  September  1st  another  man  aged  61  years 
died  in  thelsle  worth  Infirmary,  from  Epilepsy. 

If  Greenford  had  a  large  population  such  a  small  item  would 
not  be  noticeable,  and  as  there  were  an  equal  number  of  deaths 
occurring  in  the  District  of  people  wdio  were  non  residents  the 
one  balances  the  other. 

As  far  as  I  can  estimate  there  has  been  little  increase  in  the 
population  which  I  believe  is  now  about  1,100. 

The  death  rate  for  the  year  is  therefore  9.0  and  the  Birth  rate 
17.2  per  1000  persons  living,  as  against  10.0  and  21.9  for  the 
previous  year  (1904). 


Infantile  Mortality. 

As  before  mentioned  there  wTas  only  one  death  (out  of  the  19 
Births)  of  infants  under  12  months  old. 
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Infectious  Diseases. 

During  tlie  year  only  four  cases  of  Infectious  diseases  were 
notified  viz  Chicken  Pox  1,  Scarlet  Fever  1,  Diplitheria  1,  and 
Erysipelas  1.  Of  these  the  Scarlet  Fever  and  Diphtheria  cases 
were  promptly  removed  to  the  Ealing  Isolation  Hospital  accord¬ 
ing  to  an  agreement  with  the  Ealing  Borough  Council. 

The  District  is  still  quite  Rural  although  there  are  many 
signs  that  this  will  not  remain  so  very  much  longer,  and  The 
Council  are  acting  wisely  in  “  taking  time  by  the  forelock  In 
the  matter  of  procuring  land  for  instance,  this  is  being  already 
negociated  whilst  it  can  be  procured  at  an  infinitesimal  cost  com¬ 
pared  with  what  will  have  to  be  paid  in  a  few  years  hence,  already 
the  embryo  is  being  well  nourished,  and  when  this  rural  District 
buds  into  a  full  grown  Town  it  will  not  be  an  incomplete  structure. 
Its  place  for  the  sick.  Its  provision  against  fire.  Its  Public 
Baths.  Gymnasium.  A  site  for  its  Town  Councillors  to  meet  in 
the  Municipal  Buildings  amongst  other  useful  buildings,  all  will 
be  erected  on  land  which  has  cost  as  little  as  others  are  paying 
for  one  item  of  the  above  few  necessities,  that  a  Local  Management 
Council  should  be  provided  with. 


Sanitary  Work. 

The  Sanitary  work  of  the  District  is  increasing.  There  are 
many  old  Cottages  that  are  artistic  in  appearance,  but  not  satis¬ 
factory  from  a  Sanitarians  point  of  view,  but  these  latter  are  cer¬ 
tainly  decreasing  in  number. 

The  District  being  so  scattered,  possessing  no  shops  nor 
business  coming  under  the  Factory  Act  except  the  business 
carried  on  at  Greenford  Green.  That  carried  on  by  Messrs. 
Hornett  Foster  and  Co.,  a  complicated  business  vyhicli  came 
into  existence  in  such  an  insidious  manner  that  the  nuisance 
likely  to  be  caused  thereby  I  believe  was  not  noticed  as  it  came 
into  working  order  before  I  was  appointed  your  Medical  Officer  of 
Health.  It  has  however  recently  given  us  very  considerable 
trouble  inasmuch  that  we  had  to  take  the  case  into  Court  in  order 
to  make  them  carry  on  this  offensive  Trade  of  Bone  boiling 
Tallow  melting  in  a  way  which  produced  as  little  nuisance  as 
possible  under  the  circumstances.  In  order  to  do  this  many 
structural  alterations  were  made  but  as  the  building  was  not 
erected  for  such  a  trade  it  cannot  be  carried  on  without  causing; 
a  nuisance  especially  in  the  hot  weather  it  was  therefore  a  matter 
of  great  satisfaction  to  me,  when  I  heard  that  it  will  come 
to  an  end  shortly,  the  lease  having  expired,  and  the  owner  I  be¬ 
lieve  will  refuse  to  renew  it  for  such  purposes.  On  several 
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occasions  complaints  have  been  made  as  to  Farm  Yards,  Farm 
Ponds  etc.  and  I  regret  that  a  great  deal  of  spite  or  personal 
animosity  has  been  shewn  in  these  matters. 

On  the  whole  the  Public  Health  has  been  quite  satisfactory. 

There  has  not  been  any  outbreak  of  infectious  diseases 

I  am  Gentlemen, 

Your  obedient  Servant, 

GEORGE  HOPE,  D.  P.  H.  etc., 

M.  0.  H. 

P.S. — It  may  be  interesting  to  know  that  during  the  year 
3  marriages  were  celebrated  at  Greenford  Church. 


TABLE  1. 

Vital  Statistics  of  Whole  District  during  1905  and  Previous  Years. 
NAME  OF  DISTRICT,  GREEKFGRD  URBAN. 


Nett  Deaths  at  all  ages 
belonging  to  the  District 

* 

o3 

-M 

c3 

9.0 

Number. 

01 

Deaths  of 
Residents 
registered  in 
Public 
Institutions 
beyond  the 
District. 

cq 

Deaths  of 
Non¬ 
residents 
registered  in 
the 

District. 

04 

Total  Deaths 
in  Public 
Institutions 
in  the 
District. 

oq 

Total  Deaths  Registered  in  the  District. 

At  all  Ages 

Rate.* 

9.0 

1 

Number. 

10 

Under  1  year  of  age 

Rate  per 
1,000 
Births 
registered 

52.6 

Number. 

r—H 

Births. 

* 

43 

P3 

17.2 

Number 

19 

j 

Population 
estimated  to 
Middle  of 
each  Year. 

1100 

Year. 

1895 

1896 

1397 

1898 

1899 

1900 

1901  » 

1902 

1903 

1904 

Averages 
for  years 
1895  -1904. 

1905 

Rates  calculated  per  1,000  of  estimated  population 
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TABLE  2. 

Not  Separate  Localities. 


TABLE  3. 


Gases  of  Infectious  Disease  Notified  during  'he  Year  1905. 


Cases  Notified  in  Whole  District 

No.  of 
Cases  re 

Notifiable  Disease. 

■ 

At  all 

at  Agest — Years. 

moved 
to  Hos¬ 
pital 
from 
each 
locality. 

Ages. 

Under 

1. 

1  to  5. 

5  to  15. 

15  to  25. 

25  to  65. 

65  &  up¬ 
wards. 

Small-pox 

Cholera 

Diphtheria 

Membranous  croup 

1 

1 

1 

Erysipelas 

1 

1 

Scarlet  fever  ... 

Typhus  fever... 

Enteric  fever... 

Relapsing  fever 

Continued  fever 

Puerperal  fever 

1 

1 

A 

Plague 

Chicken  Pox  ... 

l 

1 

Totals 

4 

2 

2 

2 

t  Ages  not  stated  on  Notification. 

Isolation  Hospital. — There  is  no  Isolation  Hospital  excepting  for  Small  Pox, 
which  is  in  the  Greenford  District,  in  conjunction  with  this  Authority  and  Ealing  Borough 
Council. 


TABLE  4. 

Causes  of,  and  Ages  at  Death  during  Year  1905. 


Deaths  at  the  subjoined  Ages  of  “Residents”  whether 
occurring  in  or  beyond  the  District 


Causes  of  Death 

All 

ages 

Under 
1  year 

1  and 
under  £ 

5  and 
under 

15 

15  and 
under 
25 

25  and 
under 
65 

65  and 
up¬ 
wards 

Small-pox 

Measles 

Scarlet  fever  ... 

Whooping-cough 

Diphtheria  and  mem¬ 
branous  croup 

Croup 

/'Typhus 

Fever  <  Enteric 

V  Other  continued 
Epidemic  Influenza  ... 

Cholera 

Plague 

Diarrhoea 

Enteritis 

Puerperal  fever 
Erysipelas 

Other  septic  diseases  ... 

Phthisis 

Other  tubercular  di¬ 
seases 

Cancer,  malignant  di¬ 
sease  ... 

Bronchitis 

Pneumonia 

Pleurisy 

Other  diseases  of  Res¬ 
piratory  organs 

Alcoholism  1 

Cirrhosis  of  liver  f 

Venereal  diseases 

1 

1 

* 

1 

1 

Premature  birth 

Diseases  and  accidents 
of  parturition 

Heart  diseases 

Accidents 

Suicides 

Senile  decay  ... 

Peritonitis 

1 

6 

1 

1 

1 

■'w 

6 

All  other  causes 

All  Causes  ... 

10 

1 

2 

7 

TABLE  5. 

Infantile  Mortality  during  the  Year  1905. 

Deaths  from  stated  Causes  in  Weeks  and  Months  under  One  Year  of  Age. 


C 0 

m 

pp 

PP 

+=> 

Pl 

O 

o 

£ 

g 

CO 

CQ 

CO 

m 

CO 

pp 

gz; 

j-3 

pi 

pi 

O 

o 

§ 

g 

CQ 

rH 

r-H 

© 

i-H 

'  r— H 

rH 

Cause  of  Death 


All  Causes. 

Certified 

Uncertified 


Common  Infectious 
Diseases. 

Small-pox 

Chicken-pox  ... 

Measles 

Scarlet  Fever  ... 
Diphtheria:  Croup 
Whooping  Cough 

Diarrhoeal  Diseases 

Diarrhoea,  all  forms  . 

Enteritis 

(Not  Tuberculous ) 

Gastritis  Gastro¬ 
intestinal  Catarrh 

Wasting  Diseases. 

Premature  Births 

Congenital  Defects 

Injury  at  Birth 

Want  of  Breast-milk 

Atrophy,  Debility, 
Marasmus 

Tuberculous  Diseases 

Tuberculous  Meningitis 

Tuberculous  Peritonitis 
Tabes  Mesenterica 

Other  Tuberculous 
Diseases  ... 

Erysipelas 

Syphilis 

Rickets 

Meningitis 

(Not  Tuberculous ) 

Convulsions  ... 

Bronchitis 

Laryngitis 

Pneumonia 

Suffocation,  overlaying 

Other  Causes  ... 


CO 

0) 

is 


u 

CD 

Xj 


m 

CD 

<D 

£ 

CQ 


CD 

CD 

£ 

CO 

cb 


rX 

CD 

CD 

£ 

CO 


u 

rgi 


m 

r*j 


C3 

I 


m 

& 

s-=> 

£ 

o 

g 

to 


: M 

+=> 

£ 

O 


CO 

to 


c 

o 

g 

cp 

tr¬ 


ee 

,PS 

a 

o 

g 

OS 

Oj 


PI 

o 

g 


Total 

Deaths 

under 

One 

Year. 


1 

1 


Deaths  from  all  Causes  at  all  Ages  10. 

The  column  6-/  months  is  left  out,  there  being  no  deaths  at  that  age. 


SANITARY  WORK. 

NO.  1 

GREENFORD—  INSPECTIONS. 

Number  of  Premises  Inspected  on  Complaint 
Number  of  Premises  Inspected  in  connection  with 
Infectious  Diseases 

Number  of  Premises  under  Periodical  Inspection 
Total  Number  of  Houses,  Premises,  &c.,  Inspected 

NOTICES.— 

Cautionary  Notices  Given 
Statutory  Orders  Issued 
Summonses  Served 
Convictions  Obtained... 

DWELLING  HOUSES.— 

Houses,  Premises,  &c.,  Cleansed,  Repaired,  &c.  ... 

PERIVALE.— INSPECTIONS. 

Number  of  Premises  Inspected  on  Complaint 
Number  of  Premises  Inspected  in  connection  with 
Infectious  Diseases 

Number  of  Premises  under  Periodical  Inspection 
Total  Number  of  Houses,  Premises,  &c.,  Inspected 

NOTICES.  — 

Cautionary  Notices  Given 
Statutory  Orders  Issued 

DWELLING  HOUSES.— 

Houses,  Premises,  &c.,  Cleansed,  Repaired,  &c.  ... 
Closed  as  Unlit  for  Habitation.  ... 

Demolished  ... 

TWYFORD  ABBEY. -INSPECTIONS,- 

Number  of  Premises  Inspected  on  Complaint 
Number  of  Premises  under  Periodical  Inspection 
Total  number  of  Houses,  Premises,  &c.,  Inspected 

NOTICES.— 

Cautionary  Notices  Given 
Statutory  Orders  Issued 

DWELLING  HOUSES.— 

Houses,  Premises,  &c.,  Cleansed,  Repaired,  &c.  ... 
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NO.  2 

GREENFORD. — DAIRIES  AND  MILK-SHOPS. 

Number  on  Register  ...  ...  ...  ...  3 

OFFENSIVE  TRADES.— 

Number  of  Premises  in  District  ...  ...  ...  1 

Contraventions  of  Bye-Laws  ...  ...  ...  ...  1 

WATER  SUPPLY  AND  WATER  SERVICE.— 

Percentage  of  blouses  supplied  from  Public  Water  Service  100 

CISTERNS.— 

Cleansed,  Repaired,  Covered,  Ac.  ...  ...  ...  2 

Percentage  of  Houses  supplied  on  Constant  System  ...  100 

PERIVALE. -DAIRIES  AND  MILKSHOPS.  - 

Number  on  Register  ...  ...  ...  ...  4 

Contraventions  of  Regulations  ...  ...  ...  1 

WATER  SUPPLY  AND  WATER  SERVICE.— 

Percentage  of  Houses  supplied  from  Public  Water  Service  100 

CISTERNS.— 

Cleansed,  Repaired,  Covered,  Ac.  ...  ...  ...  1 

Percentage  of  Houses  supplied  on  Constant  System  ...  100 

TWYFORD  ABBEY- 

WATER  SUPPLY  AND  WATER  SERVICE.— 

Percentage  of  Houses  supplied  from  Public  Water  Service  100 

CISTERNS,  - 

Cleansed,  Repaired,  Covered,  Ac.  ...  ...  ...  1 

Percentage  of  Houses  supplied  on  Constant  System  ...  100 

NO.  3 

GREENFORD.— DRAINAGE  AND  SEWERAGE,- 
WATER  CLOSETS.— 

New  Constructed  ...  ...  ...  ...  ...  8 

Number  of  Water  Closets  substituted  for  Dry  Receptacles  4 
Percentage  of  Houses  provided  with  Water  Closets  ...  33 
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DRAINS. — 

Examined,  Tested,  Exposed,  Ac.  ...  ...  ...  15 

Unstopped,  Repaired.  Trapped,  Ac.  ...  ...  ...  20 

Waste  Pipes,  Rain  Water  Pipes  Disconnected,  Repaired,  Ac.  2 
Soil  Pipes  and  Drains  Ventilated.  ...  ...  ...  1 

Disconnecting  Traps  or  Chambers  Inserted  ...  ...  2 

Reconstructed  ...  ...  ...  ...  ...  6 

CESSPOOLS.- 

Rendered  Inpervious,  Emptied,  Cleansed,  Ac.  ...  ...  17 

DISINFECTION.- 

Rooms  Disinfected  ...  ...  ...  ...  3 

Rooms  Stripped  and  Cleansed  ...  ...  ...  ...  3 

SUNDRY  NUISANCES  ABATED.— 

Overcrowding  ...  ...  ...  ...  4 

Accumulations  of  Refuse  ...  ...  ...  ...  G 

Foul  Ditches,  Ponds,  Ac.,  and  Stagnant  Water  ...  ...  10 


PERI  VALE. — DRAINAGE  AND  SEWERAGE. 

Number  of  Water  Closets  substituted  for  Dry  Receptacles  2 

Percentage  of  Houses  provided  with  Water  Closets  ...  33 

DRAINS.— 

Examined,  Tested,  Exposed,  &e.  ...  ...  ...  3 

Unstopped,  Repaired,  Trapped,  Ac.  ...  ...  ...  3 

Soil  Pipes  and  Drains  Ventilated  ..  ...  ...  2 

CESSPOOLS.  — 

Rendered,  Inpervious,  Emptied,  Cleansed,  Ac.  ...  2 

DISINFECTION.— 

Rooms  Disinfected  ...  ...  ...  ...  2 

Rooms  Stripped  and  Cleansed  ...  ...  ...  2 

SUNDRY  NUISANCES  ABATED.  - 

Overcrowding  ...  ...  ...  ...  ...  3 

Accumulations  of  Refuse  ...  ...  ...  ...  4 

Foul  Ditches,  Ponds,  Ac.,  and  Stagnant  Water  ...  6 

TWYFORD  ABBEY.— DRAINAGE  AND  SEWERAGE.— 
WATER  CLOSETS.— 

New  Constructed...  ...  ...  ...  ...  2 

Number  of  Water  Closets  substituted  for  Dry  Receptacles  ] 
Percentage  of  Houses  provided  with  Water  Closets  ...  50 
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DRAINS. — 

Examined,  Tested,  Exposed,  &c. 

SUNDRY  NUISANCES  ABATED.— 

Accumulations  of  Refuse  ... 

Foul  Ditches,  Ponds,  &c.,  and  Stagnant  Water 


